d)    Repair and reconstruction of windows.

e)    Replacement of deteriorated roof sheathing.

3)  Adverse Effect:  Recommended treatments that are
considered as having an adverse effect on the qualities of U.S.
Commissioner' s Court, U.S. Commissioner's Residence , and Women's
Jail that qualify them for individual nomination to the National
Register of Historic Places are as follows:

a)  No Adverse Effect is anticipated from
treatments recommended in this report.

58ly   licensed   undertaking
